PALMER HOUSE, CHICAGO £ 

2268 guest rooms, 2268 baths, 268 servidors; £ 
located in the heart of Chicago facing on ^ 
State Street, Monroe Street and Wabash Ave- < 
nue, rising 24 stories, replacing the famous ^ 
Palmer House built in 1871 and still one of 3 ' 
America's best hotels. o 


PLACE 

STAMP 

HERE 

1B-H21 19 


POST CARD 




126—Palmer House , Chicago 










